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| Director: Wende Welch 
Asst. Director: David Hersh 
-ostume Designer: Nancy Bowe * 
. -’ Set Designer: Tina Tucker - 


-: The Cazalet Studio 
(F.C. Smith Auditorium) 
_ 7141 Sherbrooke St. W. 
Z (Loyola Campus) 


ae Free Admission 
First come, first serve basis 


